ST.  JOHN'S  LUTHERAN  CHURCH 
Ferry  and  Bank  Streets 
Easton,  Pennsylvania 

St.  John's  was  founded  in  1740  and  is  among 
the  oldest  Christian  congregations  in  the  Easton- 
Phiilipsburg  vicinity.  Its  225  year  history  dates 
back  to  the  first  settlement  along  the  Forks  of 
the  Delaware.  The  present  building  was  erected 
in  1830. 
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